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WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


THE PC MEDIX 


ENDED TRADEMARK - USPTO (USA) 


210 Serial number 
77031701 

111 Registration number 
3486916 

551 Kind of mark 
Individual 

550 Type of mark 


Combined 
511 Nice classification - NCL 
37 


540 Reproduction of the mark 


541 Reproduction of the mark where the mark is represented in standard characters 


THE PC MEDIX 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


- Name 

The PC Medix, LLC 
Kind 

Legal Entity 
Address 


3210 E. Chinden Blvd. Suite #115; 
83616 Eagle; ID 


Country 
USA 


CLASSIFICATION 


220 Application date 
October 28, 2006 

151 Registration date 
August 19, 2008 

141 Termination date 
March 20, 2015 


750 ADDRESS FOR CORRESPONDENCE 


Name 
The PC Medix, LLC 
Address 


The PC Medix 


LLC; 9428 W Fairview Ave; 
83704 


Boise ID 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


- 37 
maintenance and/or repair of computers 


532 NATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS- US DESIGN CODES 


= WIPO 
= 


WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 
02.01.34 
Other grotesque men including men formed by plants or objects 
04.07.02 
Objects or combinations of objects representing a person 
15.05.03 
Desktop and laptop computers and computer monitors 
17.07.07 
Barometers, thermometers 


IP OFFICE - USPTO (USA) 


UNITED STATES 
PATENT AND TRADEMARK OFFICE 


USPTO 


Official status 
Dead/Cancelled 

Status date 
March 20, 2015 

Country of filing 
USA 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 

en 

571 Description of mark 

The mark consists of A sick computer with a thermometer in it's mouth and 
a sad face. Below the image the name of the company, "The PC Medix". 
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